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UNCLASSIFIED 

PAGE 01 STATE 170214 

61 

ORIGIN EUR-25 

INFO OCT-01 ISO-OO CIAE-00 PM-07 INR-11 L-03 NSAE-00 
NSC-07 PA-04 RSC-01 PRS-01 SP-03 SS-20 USIA-15 EB-11 
FEA-02 INT-08 /119R 

DRAFTED BY OASD/I&L:ASBARTHOLOMEW/JRNOLAN:LR 

APPROVED BY EUR/CE:SGEORGE 

OSD/ISA:COL. HARTIGAN 

EB/ORF/FSE:WWHITMAN 

EUR/CE:HWILGIS 

105262 

R 052134Z AUG 74 
FM SECSTATE WASHDC 
TO AMEMBASSY BONN 
INFO SECDEF 
JCS 

USCINCEUR 

CINCUSAREUR 

CO USAPAE FRANKFURT 

DSA CAMERON STATION VIRGINIA 

DFSC CAMERON STATION VIRGINIA 

UNCLAS STATE 170214 

E.O. 11652: N/A 
TAGS: MILI, GW 

SUBJECT: COAL SUPPLY SHORTFALL, US FORCES IN FRG 

1. CINCUSAREUR INDICATES FOLLOWING SHORTFALLS IN FY 75 
DOMESTIC COAL SUPPLY TO U.S. FORCES, FRG, IN METRIC TONS: 
LONG FLAME 134,250: BITUMINOUS 107,430; STEAM 18,607; AND 
ANTHRACITE 120,000. USAREUR NOT RPT NOT ABLE OBTAIN 
ALTERNATE SUPPLY IN EUROPE. DOD HAS REQUESTED FEDERAL 
ENERGY ADMINISTRATION TO TAKE ACTION UNDER DEFENSE 
PRODUCTION ACT TO SUPPLY COAL FOR ESSENTIAL MILITARY 
REQUIREMENTS, INCLUDING THOSE IN EUROPE. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 170214 

2. REQUEST EMBASSY QUERY FRG OFFICIALS ON POSSIBILITY 
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OF ASSISTANCE IN MEETING USAREUR COAL REQUIREMENTS FROM 
FRG SOURCES. ANTHRACITE SITUATION ESPECIALLY CRITICAL. 

ANTHRACITE-BURNING FURNACES ARE GERMAN-MADE AND DESIGNED 
ORIGINALLY TO USE COKE. DETAILS AVAILABLE FROM 
COMMANDER, USAPAE, FRANKFURT. KISSINGER 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: ARMED FORCES, COAL, SUPPLIES 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 05 AUG 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE170214 

Document Source: CORE 

Document Unique ID: 00 

Drafter: I 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740213-1102 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740873/aaaacktf.tel 

Line Count: 66 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: martinjw 
Review Comment: n/a 
Review Content Flags: 

Review Date: 08 JUL 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <08 JUL 2002 by reddocgw>; APPROVED <22 JAN 2003 by martinjw> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: COAL SUPPLY SHORTFALL, US FORCES IN FRG 
TAGS: MILL GE, US 
To: BONN 
Type: TE 
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